GAS STATION INFORMATION 


Auxilia 

ry catch lever 

■ 

Trunk opener 

■ 

Fuel filler door 


R 己 45 


R53 


R100 



Hood lock release lever 

■ 

Fuel filler door opener 

■ 

Tire inflation pressure 


R545 R100 R675 


Fuel tank capacity 

22.1 gal. (84 し18.41 mp. gal.) 

Fuel type 

Unleaded gasoline only R 101, 669 

し old tire inflation 
pressure 

R675 

Engine oil capacity 
(Drain and refill) 

qt. (し Imp. qt.) 

With filter 

2WD models 9.1(8.6,7.6) 

AWD models 9.5(9.0,79) 

Without filter 8.9 (8.4,7.4) 

Engine oil type 

Toyota Genuine Motor Oil or equivalent 

Oil grade: ILSAC multigrade engine oil R 670 

Recommended oil viscosity: SAE-5W-20, -OW-20 


716 































